AQUATOR 


* Our best selling unit. Its high 
gloss finish and modern looks 
make it a favourite in any 
environment not least because 
it is so easy to keep clean! 

* Trendy push bar taps enable 
one handed use or you can 
have the more traditional lever 
type if preferred. 

4 Measurements are:- 

Height 1010mm 
Width 340mm 
Depth 335mm 
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